Brief comment text:

I am strongly opposed to reconfiguring the 902-928 MHz band for the benefit of NextNav Inc. The 902-928 MHz band is a critical part of the publicly availably radio bands used to support hobbies, education, communication, and the furthering of the scientific pursuit of radio technology.
